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LIMITED OFFICIAL USE STATE 140482 
FRANKFURT FOR OIC/RTC, FROM SY/OPS/T 
E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: DIVER WALK THRU METAL DETECTORS 

1 . SY/OPS/T IS COMPILING A LIST OF WTMD INSTALLATIONS 
ALREADY ACCOMPLISHED WORLDWIDE. 

2. OUR RECORDS FAIL TO SHOW WHERE THE DIVER WTMD'S 
PROVIDED VIA RTC FRANKFURT ARE PRESENTLY LOCATED. 

3. TO COMPLETE THE LIST, PLEASE PROVIDE SY/OPS/T WITH THE 
POST NAMES AND QUANTITIES OF DIVER WTMD'S WHICH ARE IN 
SERVICE IN YOUR AREA. 

4. INFORMATION RE OTHER DISTRIBUTIONS TO TSO OFFICES AND/ 
OR OTHER RTCS WOULD ALSO HELP. IF AVAIL, PLEASE INCLUDE 
SERIAL NUMBERS. CHRISTOPHER 
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